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9106060024 Notification of 910628 meeting w/utii in Rockvilie.MD to discuss facility de-
commissioning plan.

BROWN,S.W. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post
901216). 91/05/29. WEISS.S.H. Non-Power Reactors, Decommissioning & Environ-
mental Proj. Dir. (Post 901216). 3pp. 57918:339-57918:341.

9106180226 Grants waiver of compliance from tech specs re meteorological monitoring
instrumentation.

CRUTCHFIELD.D. Division of Advanced Reactors & Special Projects (Post 901216).
91/06/06. KEUTER.D.R. Sacramento Municipal Utility District 3pp. 58175:324-
58175:326.

9106280020 Forwards rev 1 to app A & rev 2 to app B,of proposed facility operator
training program.Revs add training requirements re maintaining mechanical compo-
nents in non-degraded status & responding to loss of off site power.
KEUTER.D.R.  Sacramento  Municipal  Utility  District.   91/06/24.  Document  Control
Branch (Document Control Desk). 35pp. 58270:057-58270:091.

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106100078 Forwards insp rept 50-312/91-04 on 910310-0420.No violations noted.
RICHARDS.S. Region 5 (Post 820201). 91/05/24. KEUTER.D.R. Sacramento Munici-
pal Utility District. 2pp. 57932:097-57932:103.

-9106100084 Insp rept 50-312/91-04 on 910310-0420.No violations noted. Major areas
inspected:operational       safety       verification.health        physics        &        security
observations.maint.surveillance & testing.
WONG.H. Region 5 (Post 820201). 91/05/24. 5pp. 57932:099-57932:103.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

R. Periodic operating reports & related correspondence

9106200226 Monthly operating rept for May 1991 for Rancho Seco Nuclear Generating
Station.W/910617ltr.

JONES.R.E., DELEZENSKI.J. Sacramento Municipal Utility District. 91/05/31. 6pp.
58204:175-58204:180.

S. Reportable occurrences, LERs & related correspondence

9106260262 Part 21 rept re potential defect in component of DSR or DSRV standby
diesel generator sys involving intake & exhaust power valve springs mfg by Associat-
ed Spring.Recommends that springs be inspected on periodic basis.
GUNTRUM.B.C. Cooper Industries, Inc. 91/06/19. Office of Nuclear Reactor Regula-
tion, Director (Post 870411). 7pp. 58244:022-58244:028.

V. Operator Examinations

9106180433 Reviews request for exemption from certain operator training requirements
Of 10CFR55 & proposed rev to facility operator training program.
BROWN.S.W. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post
901216).   91/06/05.   KEUTER.D.R.   Sacramento   Municipal   Utility   District   6pp.
58171:270-58171:275.

DOCKET 50-313 ARKANSAS NUCLEAR ONE, UNIT 1

F. Security, medical, emergency & fire protection plans

9103190195 Forwards "Arkansas Nuclear One Emergency Preparedness Exercise REX-
91 Exercise Scenario."

VANBUSKIRK.F. Entergy Operations, Inc. 91/03/14. TERC.N. Region 4 (Post
820201). 2pp. 58039:190-58040:294.

-9103190204 "Arkansas Nuclear One Emergency Preparedness Exercise REX-91 Exer-
cise Scenario."
* Entergy Operations. Inc. 91/03/01. 510pp. 58039:192-58040:294.

9106030119 Notification of 910604 meeting w/util in Rockvilie.MD to discuss licensee
proposed rev to industrial security plan.

ALEXION.T.W., PETERSON.S. Project Directorate IV-1. 91/05/21. QUAYJ.R. Project
Directorate IV-1. 4pp. 57892:029-57892:032.

9106050023 Informs that rev 13 to emergency plan acceptable.Rev includes change
from Millard-Henry Clinic to Occupational Medical Consultants as prime provider for
medical svcs, reflecting upgraded dose assessment computer sys.
COLLINS.S.J. Region 4 (Post 820201). 91/05/30. CARNS.N.S. Entergy Operations,
Inc. 5pp. 57895:047-57895:051,

9106100092 Notification of 910620 meeting w/util in Rockvilie.MD to allow licensee to
present info re future request to delete fire protection tech specs for facility;
ALEXION.T.W., PETERSON.S. Project Directorate IV-1. 91/06/05. QUAY,T.R. Project
Directorate IV-1. 4pp. 57994:310-57994:313.

9106180454 Summary of 910604 meeting w/util re proposed rev to industrial security
plan dtd 910522.List of attendees encl.

ALEXION.T.W., PETERSON.S.R. Project Directorate IV-1. 91/06/06. Project Director-
ate IV-1. 4pp. 58147:018-58147:021.

9106110226 Responds to 910227  Itr requesting approval of spent fuel  route from
ANO.Russellville.AR to Portsmouth Marine Terminal,Portsmouth,VA.
MACDONALD.C.E. Transportation Branch. 91/06/07. RAVENSCROFT.N. Edlow Inter-
national Co. 4pp.

P. Operating license stage documents & correspondence

9106100092 Notification of 910620 meeting w/util in Rockvilie.MD to allow licensee to
present info re future request to delete fire protection tech specs for facility.
ALEXION.T.W., PETERSON.S. Project Directorate IV-1. 91/06/05. QUAYJ.R. Project
Directorate IV-1. 4pp. 57994:310-57994:313.

9106190249 Forwards discussion of assumptions used & results of main steam line
break reanalysis for facility.

FISICARO.JJ. Entergy Operations, Inc. 91/06/12. Document Control Branch (Docu-
ment Control Desk). 9pp. 58189:181-58189:189.

9106190121 Forwards meeting summary for 910531 radiological protection program as-
sessment conference.

COLLINS.S.J. Region 4 (Post 820201). 91/06/14. CARNS.N.S. Entergy Operations,
Inc. 3pp. 58142:292-58142:338.

-9106190128 Summary of 910531 meeting w/util re improvements & areas of emphasis
in radiological protection program.List of attendees & meeting handouts encl.
BAER.R.E.  Region 4 (Post  820201).  91/06/14.  Region  4  (Post 820201).  44pp.
58142:295-58142:338.

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Raws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9106050028 Ack receipt of 910503 Itr informing NRC of steps taken to correct violation
noted in Insp Repts 50-313/91-06 & 50-368/91-06.

COLLINS.SJ. Region 4 (Post 820201). 91/05/31. CARNS.N.S. Entergy Operations,
Inc. 3pp. 57895:067-57895:076.

9105300331  NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106040339 NRC Info Notice 91-036. "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106190138 Forwards insp repts 50-313/91-18 & 50-368/91-18 on 910520-24.No viola-
tions or deviations noted.

COLLINS.S.J. Region 4 (Post 820201). 91/06/14. CARNS.N.S. Entergy Operations,
Inc. 3pp. 58142:349-58142:356.

-9106190145 Insp repts 50-313/91-18 & 50-368/91-18 on 910520-24.NO violations
noted.Major areas inspected:programmatic improvements in rnaint & engineering pro-
grams for units 1 & 2.
GAGLIARDO.J.E. Region 4 (Post 820201). 91/06/12. 5pp. 58142:352-58142:356.

9106200301   Forwards insp repts 50-313/91-17 & 50-368/91-17 on 910418-0529 &
notice of violation.

COLLINS.SJ. Region 4 (Post 820201). 91/06/17. CARNS.N.S. Entergy Operations,
Inc. 4pp. 58200:215-58200:248.

-9106200306 Notice of violation from insp on 910418-0529.Violation noted:licensee
failed to start spray wash pump & verify adequate wash flow prior to jogging traveling
screens as required in step 3.6.2 of preventive maint procedure.
* Region 4 (Post 820201). 91/06/17. 1p. 58200:219-58200:219.

-9106200307 Insp repts 50-313/91-17 & 50-368/91-17 on 910418-0529.One violation
noted.Major areas inspectechfollowup of previous insp findings.followup of previous
violations & deviations & review of LERs.
WESTERMAN.T.F. Region 4 (Post 820201). 91/06/13. 29pp. 58200:220-58200:248.

R. Periodic operating reports & related correspondence

9106200230 Forwards monthly operating rept for May 1991 for Arkansas Nuclear One &
revised monthly operating rept for Apr 1991 for Arkansas Nuclear One.
FISICARO.J.J. Entergy Operations, Inc. 91/06/17. Document Control Branch (Docu-
ment Control Desk). 2pp. 58204:181 -58204:188.

-9106200233 Monthly operating rept for May 1991 for Arkansas Nuclear One Unit 1
HAYES.K.R. Entergy Operations, Inc. 91/05/31. 4pp. 58204:183-58204:186.

-9106200238 Revised monthly operating rept for Apr 1991 for Arkansas Nuclear One
Unitl.
HAYES.K.R. Entergy Operations, Inc. 91/04/30. 2pp. 58204:187-58204:188.ssioning of plants. Memo undated.
